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Question: 1 


Which two components are part of the Vblock® System infrastructure? (Choose two) 


A. Network switches 

B. Production application software 
C. Storage array 

D. Database software 


Answer: B,D 


Question: 2 


Which management software is used to administer physical blade servers on VCE Vblock® Systems? 


A. UCSM 

B. Unisphere 
C. DCNM 

D. vCenter 


Answer: A 


Question: 3 


Which network configuration is often used to isolate network traffic? 


A. FTP 
B. SSH 
C. VLAN 
D. TCP 


Answer: C 


Question: 4 


What is the set of configured disks used to safe guard data accessed by thin devices? 
A. storage pool 


B. server pool 
C. MAC address pool 
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D. UUID pool 


Answer: A 


Question: 5 


Which document is used to validate latest Vblock® System firmware and software level compliance? 


A. Administration Guide 

B. Architecture Guide 

C. Release Certification Matrix 
D. Logical Configuration Survey 


Answer: C 


Question: 6 


Which Vblock® System logs are sent to this server to facilitate reporting alerts and troubleshooting? 


A. syslog server 

B. vCenter server 
C. Unisphere server 
D. SQL server 


Answer: D 


Question: 7 


What is the UCSM concept that confirms associated blade server hardware has the required 
configuration? 


A. Templates 

B. Service profiles 
C. Resource pools 
D. Server pools 


Answer: B 


Question: 8 


Which protocol is used to provide block storage connectivity in a Vblock® System 200? 


A. FCoE 
B. NFS 
C. iSCSI 
D. FC 
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Answer: D 


Question: 9 


What are three supported disk types for a Vblock® System 720? (Choose three) 


A. EFD 
B. FC 

C. SAS 

D. SATA 

E. NL_SAS 


Answer: A,B,D 
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